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Icom America Inc. 
2380 116% Ave NE 
Bellevue WA 98004 
Phone: 425-454-8155 Fax: 425-454-1509 
Contact: Chris Lougee 
www.icomamerica.com/en/landmobile / 
sales@icomamerica.com 


IC-F9000 Series Mobile Subscribers 
Installed Options: 136-174 | IC-F9511S 01, IC-F9511T 05, IC-F9011HT 01 


400-470 | ic-F9521S 01, IC-F9521T 05 
450-512 


Enhanced Full Rate with System Improvements 


Installed Vocoder: 


Other devices tested with Icom IC-F9000 series radios 


installed Options 
TaitNet P25 / EADS COR P25 Network 


Icom Inc hereby declares that IC-F9000 series mobile products pass the test cases 
listed in the following Project 25 Compliance Assessment Bulletin sections in their 
entirety with exclusions as noted: 


P25-CAB-CAI_ TEST_REQ - March 2010, Section 2.1.1.1- Project 25 Phase 1 Common 
Air Interface Conventional Subscriber Unit Performance, DTR: TIMCO081016 IC- 
F9511T, TIMCO081016 IC-F9511HT, TIMCO0810 16 IC-F9521T and TIMCO081016 
IC-F9521S. Passed with the exception of simulcast portion of test cases 2.1.4, 2.1.5, 
2.1.6, and 2.1.7 as the complying product does not support this feature. 


P25-CAB-CAL TEST_REQ - March 2010, Section 2.1.1.2 - Project 25 Phase 1 Common 
Air Interface Trunked Subscriber Unit Performance, DTR: TIMCO081016 IC-F9511T, 
TIMCO081016 IC-F9511HT, TIMCO081016 IC-F9521T and TIMCO081016 IC-F95215S. 
Passed with the exception of simulcast portion of test cases 2.1.4, 2.1.5, 2.1.6, and 
2.1.7 as the complying product does not support this feature. 


P25-CAB-CAI TEST_REQ - March 2010, Section 2.1.3.2 — Project 25 Phase 1 Common 
Air Interface Trunked Subscriber Unit Interoperability, DTR-P25CAP08 1015-3083, 
DTR-MOT-40018-M4, and DTR-P25CAP08 1017-1090622101. Test case 2.2.3.4.4 is 
not applicable to Motorola and Harris FNE; see results of test case 2.2.3.4.3. Test case 
2.2.3.4.3 is not applicable to Taitnet/EADS COR P25 FNE; see results of test case 
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2.2.3.4.4. Test cases 2.2.3.4.5 and 2.2.3.4.6 are not supported by Harris and 
Taitnet/EADS COR P25 FNE. Test cases for Inter-System and Inter-WACN Roaming 
Configurations are not supported in the complying products. 


The summary report of tests performed at Project 25 Compliance Assessment Program 
Recognized Laboratories P25CAP081016, P25CAP081017, P25CAP081012 and 
P25CAP081015 is identified as follows: 


Summary Test Report Identification: STR-Icom-F9511-09152011 issued on Sep 15, 
2011. 


September 20, 2011 


issue Date Supplier’s Authorizéd Representative Signature 


Nobuo Ogawa, Executive Managing Director 


Supplier’s Authorized Representative Printed Name 


The information contained herein is provided as a public service by DHS. DHS does 
not make either express or implied warranties regarding the use of this form and 
information. Reference to any specific commercial products, processes, or services by 
trade name, trademark, manufacturer, or otherwise does not constitute or imply an 
endorsement, nor a recommendation, from DHS. 


OMB NO: 1640-0015 

EXPIRATION DATE: 04/30/2012 

Burden Statement 

An agency may not conduct or sponsor information collection and a person is not 
required to respond to this information collection unless it displays a current valid 
Office of Management and Budget control number and an expiration date. The control 
number for this collection is 1640-0015 and this form will expire on 04/30/2012. The 
estimated average time to complete this form is 60 minutes per respondent. If you 
have any comments regarding the burden estimate you can write to Department of 
Homeland Security, Science and Technology Directorate, Washington, DC 20528. 
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